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Message Text 


E.O. 11652: N/A 

TAGS: BTIO, BENC, BTRA, KU 

SUBJECT: COMPUTERIZATION OF KUWAIT OIL COMPANY'S AHMADI 
HOSPITAL. 


1 . THE KUWAIT OIL COMPANY HAS DECIDED TO EXPAND AND REFINE 
THE COMPUTERIZATION/AUTOMATION OF ITS HOSPITAL IN AHMADI. 

THE COMPUTER DEPARTMENT OF KUWAIT OIL COMPANY (KOC) HAS BEEN 
CHARGED WITH THE STUDYING AND FUTURE IMPLEMENTATION OF THIS 
COMPUTERIZATION. THE COMPUTER DEPARTMENT AT KOC HAS REQUESTED 
EMBASSY ASSISTANCE IN DETERMINING WHICH HOSPITALS IN THE 
U.S. PRESENTLY ARE COMPUTERIZED TO A LARGE EXTENT OF THEIR 
FUNCTIONS. AND IN ASSISTING A REPRESENTATIVE OF THE 
DEPARTMENT IN TRAVELING TO THE U.S. TO STUDY THESE HOSPITALS 
IN DETAIL. KOC'S REPRESENTATIVE IN THESE INVESTIGATIONS WILL 
BE JAMAL AL-RIFAI. 


2. ACTION REQUESTED: PLEASE PROVIDE EMBASSY WITH LISTING 
OF COMPUTERIZED HOSPITALS. FOLLOWING RECEIPT WE WILL 
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COORDINATE AL-RIFAI'S TRAVEL PLANS WITH 
DEPARTMENT. 
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